
Regular: 16 mg "tar " 1.0 mg nicotine av. per cigarette byilC method, 


SllRRmW KEMERAL'S WARNING: SMOKING CAUSES LU NG CANCER. HEART DISEASE, AMD EMPHYS EMA 
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Source: https://www.industrydocuments.ucsf.edu/docs/ytjj0004 







